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РНИИ CIERRE NERA Кн ИИА 
® Positive Today: 310 ҖЛ Recovered Today: 111 
4X Death Today: 01 # ) Active Cases: 654 
S'"' Sample Positivity today: 1.95% R% Recovery Percentage: 95.82% 
1 Total cumulative Positive COVID-19 detected: 345963 
2 Total Number (%) of COVID-19 Patients Treated/ Cured: 331509 (95.82%) 
2. Total Number (96) of COVID-19 patients migrated out of state: 6380 (1.84%) 
4. Total Number (%) of COVID-19 Deaths: 7420 (2.15%) 
5 Number of samples found negative for COVID-19 today: 15605 
6 Total number of samples sent for COVID-19 testing today: 18699 
7 Total number of cumulative samples found negative: 8234939 
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Detailed Status of Sample Tested 
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Hospital Wise Death 


(oa Cumulative Death Name of The Hospital No. of Death 
3528 Arogyadham Hospital, Dehradun 
Um [ot 


Details of State Control Room 
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E-mail: covid19statewarroomukQO gmail.com, idsputtarakhand ?gmail.comToll free No: 104/01352609500 


Ai Whatsapp No. 9412080544 


Details of District Control Rooms 


Districts District Control Room Number 
Almora 05962-237874, 05962-237876 
Bageshwar 05963-221822 


7617429778, 9068787120, 7830839443, 01372-252187 
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COVID-19 Vaccination 


4th January 2022 


* Sessions Held Today: 1264 

* Number of Beneficiaries Vaccinated Today: 130813 
* Number of Beneficiaries Partially Vaccinated: 7977677 
* Number of Beneficiaries Fully Vaccinated: 6464463 
# Total 18-44 years beneficiaries Partially Vaccinated: 4804920 
# Total 18-44 years beneficiaries Fully Vaccinated: 3752422 
ЖЕ 15 to 18 years beneficiaries Partially Vaccinated: 132751 


Details of Beneficiaries Vaccinated in Uttarakhand 


Fully 
15-17 Vaccinated | 
. Partially Fully 
Partially Partially 18+ years | Last24 | Vaccinated | Vaccinated 
Vaccinated vaccinated (Both Dose hrs. (1st Dose (Both Dose 
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